PM3001117890 


T 



Process for Reduced-Harm Product Use and Claims 



Time for testing, notdevebpment 

2j9/D1 SCoR Canmercializaticn Meeting For Discussion PirpcsesQnty 


Source: https://www.industrydocuments.ucsf.edu/docs/lxxk0001 


Confirmed Product 

Claim 




PM3001117891 


Process for Reduced-Harm Product & Claim(s) 



Pre-Market | Post Market Research 

Research l 



Source: https://www.industrydocuments.ucsf.edu/docs/lxxk0001 


Confirmed Product Claim 







